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Called M rs. Seward, office of Senator Brooks, (R.,I11.), to say that Miss 
had never showed up for the typing test she was supposed to take. 

♦ j it. i • . _ _ rr 


Mrs. Seward said that she had received a c all from 


saying that she 


vuau Olid 

did not intend to take the typing test or to submit to investigation againi Mrs. 


Seward went on to say that she had quite lost patience with 
she regretted the inconvenience, etc., to which CIG had been put! 


and that 


2. Grafted letter^t^Rep^George Andrews, (D.,Ala. ), informing him that there 

is no vacancy for Sent on / °( August. 

3. Drafted lette^t^enato^ister Hill, (D.,Ala.), infoiming him that there 

is no vacancy for Sent on ) 9 August. 

U. Received call from Mr. James Baugh re appointment for a He is 

to fill out 57* s and come in tomorrow morning. 
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